In The County 
of Essex 


Public Meeting 
Superintendent’s Report 


Superintendent Roger Leon 
December 17, 2019 


Newark Enrolls 


Newark Enrolls 


Online Application Window 
December 7 — February 14 


High School Admissions Test 


February 21, 2020 — 8 graders in NPS at your 
current school. 


February 22, 2020 — 8th graders from ALL 
other schools at 


Science Park High School 
at 8:30 am. 


Tentatively 
April 12, 2020 


High School Transcripts Audit 
SY 2019 - 20 


$21,258,275 


